Contractors to the Admiralty and Air Ministry \
S
good   reasons
why   you   should   consider   "Pytram"   Seamless   Air Conditioning Ducts and Piping.
Approved A. I. D. Air Ministry Authority Ref. No. B 123853/4 0
1   Ease  of production for the most complex shapes.
2  Has   a   temperature   range   from - 70 deg. C. to + 200 deg. C.
3  Good   insulating   properties obviating lagging.
4  Freedom from drumming.
5  Extreme lightness.
Moulded and Produced in
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PYTR,
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STATE    THEATRE    BUILDINGS SYDNEY, NEW SOUTH WALES